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Message Text 


UNCLASSIFIED 

PAGE 01 KINSHA 00597 230909Z 

12 

ACTION H-02 

INFO OCT-01 AF-06 ISO-OO RSC-01 /010W 

005982 

R221410Z JAN 75 
FM AMEMBASSY KINSHASA 
TO SECSTATE WASHDC 979 

UNCLAS KINSHASA 0597 

DEPT PLS PASS TO: REPRESENTATIVE JAMES O’HARA 

US HOUSE OF REPRESENTATIVES 

WASHDC 

FROM CONGRESSMAN DIGGS TO REP JAMES O'HARA 

E.O. 11652: N/A 

TAGS: OREP 

SUB J : CODEL DIGGS 

"PLEASE CONVEY TO MRS. LOUISE WROBLEWSKI, 18330 MARQUETTE 
ROSEVILLE, 313-773-7648, ASSURANCES OF THE GOOD HEALTH AND SPIRITS 
OF HER HUSBAND, CHARLES, THE ONLY AMERICAN TECHNICIAN IN 
KINSHASA AT THE NEW GENERAL MOTORS PLANT. THIS PLANT EMPLOYS OVER 
300 LOCALS AND ASSEMBLES CHEVROLET TRUCKS FROM PARTS MADE IN US. 

I SPOKE TO HIM PERSONALLY AT THE INTERCONTINENTAL HOTEL AND HE 
ANXIOUSLY AWAITS, DESPITE THIS FASCINATING AND FRUITFUL 
EXPERIENCE, THE END OF HIS TOUR WHEN HE CAN REJOIN HER." 

HINTON 

NOTE BY OC/T: NOT PASSED REP. O'HARA. 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KINSHA00597 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750025-0557 
From: KINSHASA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750131/aaaabavm.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION H 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 APR 2003 by RuthemTJ>; APPROVED <18 FEB 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CODEL DIGGS "PLEASE CONVEY TO MRS. LOUISE WROBLEWSKI, 18330 MARQUETTE 
TAGS: OREP, CASC, (DIGGS, CHARLES C) 

To: STATE 
Type: TE 
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